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Approved For Release : CIA-RDP81B00878R000200010019-4 
Effective: October 7, 1957 


Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y 


DEPOT SPARES LIST FOR 3-CHANNEL meine 
DATA REDUCTION EQUIPMENT 


ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 


Jack, Insulated Combination, 
H. H. SMITH INC. No. 206 (Red) $ .16 5 $ .80 


Jack, Insulated Combination, 
H. H. SMITH INC. No. 206 (Black) .16 5 .80 


Jack, Insulated Banana, H. H. 
SMITH INC. No. 205 (Red) 13 5 665 


Connector, Receptacle, 
WINCHESTER No. QRE 12S 45 2 90 


Post, Binding, GENERAL 
RADIO No. 938WR »53 2 1.06 


Post, Binding, GENERAL 
RADIO No. 938WB 253 2 1.06 


Jack, Phone, M. JAX CO. 
No. MA4OA .92 2 1.84 


Connector, Plug, WINCHESTER 
No. QREL2P Biss 5 LO.TO 


Connector, Plug, Elect. 
2h Contacts, 1 Mating End, 
Straight Shape, AMPHENOL 


No. 26-159-24 1.43 2 2.86 

Relay, POTTER-BRUMFIELD 

No. 5KLAL 5.175 5 28.75 

Relay, POTTER-BRUMFIELD 

No. KLLYA 4485 5 24.25 

Relay, SIGMA No. 

2ORICCLOOOG-SIL 14.00 10 140.00 
- or S22 B77 2, = 

@) x -1 iO EL sau 
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Effective: October 7, 1957 
Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
13 68102 Relay, POTTER-BRUMFIELD 

No. KASA $ 2.95 2 $ 5.90 
14 68034 Transformer, Output, 

TRIAD No. HSM301 10.32 4 41.24 
15 68022 Transformer, Output, 

TRIAD No. HS-331 8.88 4 35.52 
16 68100 Transformer, Output, 

TRIAD No. HSM315 14.15 4 56.60 
I 68081 Transformer, Output, 

TRIAD No. HSM305 11.23 4 hh 92 
18 68037 Choke, per R-W Dwg. 

No. 70030018 35.00 4 140.00 
19 68104 Choke, per R-W Dwg. 

No. 70030019 35.00 4 140.00 
20 4.0033 Coil, J. W. MILLER CO. 

No. 6315 1.08 4 4,32 
21 68000 Toroid, COMMUNICATION 

ACCESSORIES CO. No. MP930-35B 6.50 4 26.00 
22 40106 Toroid, COMMUNICATION 

ACCESSORIES CO. No. MP930-40B 5.95 4 23.80 
23 68076 Toroid, COMMUNICATION 

ACCESSORIES CO. No. MP930-31B 5.55 4 22.20 
en 68095 Toroid, COMMUNICATION 

ACCESSORIES CO. No. MP930-24B 5.55 4 22.20 
25 63038 Transformer, Output, TRIAD 

No. HSM319 23.58 4 gu. 32 
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Approved For Release : CIA-RDP81B00878R000200010019-4 


EQUIPMENT LIST Y 


Effective: 
Supersedes: 


Revision: 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 
Choke, per R-W Dwg. No. 
70000025 


Transformer, Output, 
TRIAD No. HSM307 


Potentiometer, OHMITE 
No. CULOLI 


Potentiometer, OHMITE 
No. CU1LO51 


Potentiometer, OHMITE 
No. CU5041 


Potentiometer, OHMITE 
No. CLU5021 


Potentiometer, OHMITE 
No. CLU 1021 


Potentiometer, OHMITE 
No. CLU5031 


Potentiometer, OHMITE 
No. CCU1L052 


Relay, Thermal, CURTIS- 
WRIGHT No. 117-20-A 


Switch, Miniature, 
CENTRALAB, PA-2009 


Switch, Miniature, 
CENTRALAB, PA-2023 


Switch, Miniature, 
CENTRALAB, PA-2027 


Approved For Release : 


ESTIMATED NO. 


October 7, 1957 


March 1, 1957 


B 


UNIT COST UNIT 


$ 35.00 4 


$ 140.00 

14.80 4 59.20 
1.70 1 1.70 

DELETE 

2.55 1 2.55 

2.55 2 5.10 

2.50 1 2.50 

2.50 1 2.50 

9+ 73 iL 5+73 

12.00 1 12.00 
3.36 a 3.36 

3.48 a 3.48 

4.29 2 4.29 

oe 
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Approved For Release : CIA-RDP81B00878R000200010019-4 


Effective: October 7, 1957 


Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
39 60089 Switch, Miniature, 
CENTRALAB, PA-2003 $ T7k { $ 1.74 
hO 60057 Switch, Miniature, 
CENTRALAB, PA-2011 2.52 ue 2.52 
41 60066 Switch, Miniature, 
CENTRALAB, PA-2035 2.82 1 2.82 
he 61091 Switch, Miniature, 
CENTRALAB, PA-2007 1.32 1 1.32 
42 60003 Switch, CUTLER-HAMMER, 
No. 7675 Ku 8.02 1 8.02 
yy 61083 Switch, Miniature, 
CENTRALAB, PA-2019 1.89 1 1.89 
kS 61059 Switch, Miniature, 
CENTRALAB, PA-2015 1.87 1 P87 
46 68092 Relay, Thermal, G. V. 
CONTROLS No. RO-60 10.00 5 50.00 
47 56027 Switch, GENERAL CONTROLS 
No. MI6287 4.00 2 8.00 
48 10368 Transformer, Power, per 
R-W Dwg. No. 70000020 35.00 4 140.00 
hg 58077 Transformer, Power, UNITED 
TRANSFORMER CO. No. H 93 37.13 4 148.52 
50 58099 Transformer, Filament, TRIAD 
No. HSM226 14.28 4 57-12 
51 10339 Transformer, Power, per 
R-W Dwg. No. 70000017 35.00 4 140.00 
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Approved For Release : CIA-RDP81B00878R000200010019-4 


Effective: 
Supersedes: 


Revision: 


EQUIPMENT LIST Y 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


ESTIMATED 
NOMENCLATURE UNIT COST 
Transformer, Filament, 
TRIAD No. HSM229 $ 17.16 
Transformer, Power, 
TRIAD No. HSM216 33.48 
Transformer, CHICAGO 
STD. No. PFLAL3YY 35.00 
Transformer, per R-W 
Dwg. No. 70000023 35.00 
Transformer, per R-W Dwg. 
No. 70000021 35.00 
Transformer, per R-W Dwe. 
No. 70000022 35.00 
Transformer, Filament, 
UNITED TRANSFORMER CO. 
No. H 134 16.40 
Transformer, per R-W Dwg. 
No. 70030020 35.00 
Diode, Crystal, 1N93 1385 
Diode, Crystal, WESTINGHOUSE 
No. WN5091-A 14.00 
Diode, Crystal, 1N92 2.88 
Diode, Crystal, INTERNATIONAL 
RECTIFIER CORP. No. 8Ul 88 
Diode, Crystal, INTERNATIONAL 
RECTIFIER CORP. No. 4U1 1.10 


March 1, 1957 
B 
NO. OF ESTIMATED 
UNITS AMOUNT 
$ 68.64 
4 133.92 
\ 140.00 
4 140.00 
4 140.00 
4 140.00 
4 65.68 
4 140.00 
20 37.00 
4 56.00 
2 576 
a2 26.40 
2 2.20 
ue 
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Approved For Release : CIA-RDP81B00878R000200010019-4 
Effective: October 7, 1957 


Supersedes: March 1, 1957 
Revision: B 
EQUIPMENT LIST Y 
DEPOT SPARES LIST FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 


ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 


Diode, Crystal, INTERNATIONAL 


RECTIFIER CORP. No. 5Ul $ 1.02 5 $ 5.10 

Light, Pilot, MARCO No. 5SNE2 85 20 17.00 

Light, Pilot, G. EB. No. 328 42 20 8.40 

Fuse, 4 Amp., 250 V., 3AG, 

LITTLEFUSE No. 312004 -06 25 1.50 

Fuse, 1/32 Amp., 125 V., 3AG, 

Slo-Blo, LITTLEFUSE No. 313.032 19 25 4.75 

Fuse, 1/16 Amp., 250 V., 3AG, 

LITTLEFUSE No. 312.062 ~L0 25 2.50 

Fuse, 3 Amp., 125 V., 3A4G, 

LITTLEFUSE No. 312003 -O4 25 1.00 

Fuse, 1/4 Amp., 250 V., 3AG, 

LITTLEFUSE No. 312.250 14 25 3250 

Fuse, 5 Amp., 250 V., 3AG, 

LITTLEFUSE No. 312005 .06 25 1.50 

Fuse, 2 Amp., 250 V., 3AG, 

LITTLEFUSE No. 312002 £05 25 1.25 

Fuse, 3/4 Amp., 250 V., 3AG, 

LITTLEFUSE No. 312.750 .09 25 2.25 

Fuse, 12 Amp., 250 V., 3AB, 

LITTLEFUSE No. 314012 510 25 2.50 

Fuse, 15/100 Amp., 250 V., 

3AG, LITTLEFUSE No. 312.150 .08 25 2.00 

Tube, 5SR4WGY 4.60 he 18.40 
Ge 
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NOMENCLATURE 


Tube, 
Tube, 
Tube, 
Tube, 
Tube, 
Tube, 
Tube, 
Tube, 
Tube, 
Tube, 
Tube, 
Tube, 
Tube, 


Tube, 


Post, Fuse, LITTLEFUSE 


6 ARO /6098 
5751 
0G3/85A2 
5814 /12AU7 
6AQ5 

OB2 

5963 
6136/6AU6 
12BH7 
2be1/5727 
HBLO6 
6BK7A 
6080 

6U8 


No. 342003 


Light, Pilot, MARCO 


No. 30080M 


EQUIPMENT LIST Y 


Socket, Tube, HEWLETT-PACKARD 
NO. HSK106-R5 


Capacitor, Fixed Paper, Dielectric, 
4 MED, 600 V., + 10%, CP7OBLEFLOSK 
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DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


Effective: October 7, 1957 

Supersedes: March 1, 1957 
Revision: B 

ESTIMATED NO. OF ESTIMATED 

UNIT COST UNITS AMOUNT __ 

$ 3.25 4 $ 13.00 

2.05 4 8.20 

2.50 4 10.00 

8.05 5 11.25 

252 3 1.56 

.80 3 2.40 

1.00 3 3.00 

2.00 10 20.00 

72 3 2.16 

L621, 3 3.63 

10.00 3 30.00 

.82 3 2.46 

6.00 3 18.00 

1.03 3 3.09 

.28 2 56 

85 5 1.70 

1.50 2 3,00 

5.82 iT 23.28 


Approved For Release : CIA-RDP81B00878R000200010019-4 
Effective: October 7, 1957 


Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 


O7 30269 Capacitor, Fixed Paper, 
Dielectric, 8.0 MFD, 600 V., 
+ 10%, CP7OBLEFS05K 8.53 2 17-06 


98 30427 Capacitor, Fixed Paper, 
Dielectric, 10 MFD, 600 V., 
+ 10%, CP70BLEF1O6K 9.00 2 18.00 


99 30400 Capacitor, Fixed, 100,000 MFD, 
600 V., + 10%, HOPKINS No. 
JIKT6104K 1.2h 2 2.48 


100 30271 Capacitor, Electrolytic, 
10,000 MFD, 10-15 V., MALLORY 
No. HC-10100 4.95 2 9.90 


101 30380 Capacitor, Electrolytic, 
2000 MFD, 15 V., MALLORY No. 
HC-1520 2.82 2 5.64 


102 30441 Capacitor, Fixed, 270,000 MFD, 
600 V., + 10%, HOPKINS No. 
JLKT6274K 1425 2 2.50 


103 30464 Capacitor, Fixed Paper, 
100,000 MMFD, 600 V., + 20% 
- 10%, SPRAGUE No. 80P3 1.30 2 2.60 


104 30384 Capacitor, Fixed, 1.5 MFD, 
200 V., + 20%, HOPKINS No. 
1P52H 1.76 2 3.52 


105 30455 Capacitor, Fixed, 100,000 MMFD, 
hoo V., + 10%, W/Slv., HOPKINS 
No. 9-1KT4104K siya 2 1.42 


106 30448 Capacitor, Electrolytic, 10 MFD, 


150 V., CORNELL-DUBILIER No. 
BBRLO-150 4d 2 .88 
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Approved For Release : CIA-RDP81B00878R000200010019-4 
Effective: October 7, 1957 
Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST ¥ 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 


107 304.32 Capacitor, Electrolytic, 50 MFD, 
25 V., CORNELL-DUBILIER No. 
BBR50-25 $ .66 2 $ 1.32 


108 30430 Capacitor, Fixed, 100,000 MMFD, 
200 V., + 10%, W/Slv., HOPKINS 
No. 9-1K2104K 1.00 2 2.00 


109 30395 Capacitor, Fixed, 100,000 MMFD, 
OO V., + 10%, W/Slv., HOPKINS 
No. 9-1K}104K 1.48 10 14.80 


110 30451 Capacitor, Electrolytic, 10 MFD, 
50 V., CORNELL-DUBILIER No. BBR1O-50 42 10 4.20 


197 30385 Capacitor, Fixed, 1.0 MFD, 200 V., 
+ 10%, W/Slv., HOPKINS No. 


9-1KT2105K Lele 2 2.34 


112 30397 Capacitor, Electrolytic, 25 MFD, 
25 V., CORNELL-DUBILIER No. BBR25-25 .60 2 1.20 


“113 30466 Capacitor, Fixed, 4700 MMFD, 
600 V., + 10%, HOPKINS, No. 
1K64-72K 1.00 3 3.00 


114 30370 Capacitor, Fixed, 470,000 MMFD, 
600 V., + 10%, HOPKINS No. 
1KT64-73K 1.00 3 3.00 


es 30362 Capacitor, Fixed, 250,000 MMFD, 
600 V., + 10%, HOPKINS No. 
JIKT6254K Lv6e 2 3.24 


116 30325 Capacitor, Fixed, 3300 MMFD, 


400 V., + 10%, HOPKINS No. 
Q-1K4332K .80 5 4.00 
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Approved For Release : CIA-RDP81B00878R000200010019-4 
Effective: October 7, 1957 


Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 


117. —- 30333 Capacitor, Fixed, 250,000 MMFD, 
hoo V., + 10%, W/Slv., HOPKINS 
No. 9-1Kh254K $ 2.50 2 $ 5.00 


118 30309 Capacitor, Fixed, 150,000 MMFD, 
200 V., + 10%, W/Slv., HOPKINS 
No. 9-1K2154K 1.00 2 2.00 


119 30340 Capacitor, Fixed, 4700 MMFD, 
hoo V-, + 10%, W/Slv., HOPKINS 
No. 9-1K]+72K 2.50 2 5.00 


120 30330 Capacitor, Fixed, 1000 MMFD, 
400 V., + 10%, W/Slv., HOPKINS 
No. 9-1K4102K 1.02 2 2.04 


121 30426 Capacitor, Metalized Paper, 
0.01 MFD, 200 V., + 20%, HOPKINS 
No. PO12H 1518 2 2.36 


122 30412 Capacitor, Fixed, .1 MFD, 400 V., 
+ 20%, HOPKINS No. P14H “15 2 1.50 


123 30500 Capacitor, Fixed, 220,000 MMFD, 

400 V., + 10%, W/Slv., HOPKINS 

No. 9-1KT420KK 2.51 eo 5.02 
124 30498 Capacitor, Fixed, 100,000 MMFD, 

100 V., + 10%, W/Slv., HOPKINS 

No. 9-1K1104K 65 2 1.30 


125 30328 Capacitor, Fixed, 15000 MMFD, 400 V., 
+ 10%, W/Slv., HOPKINS No. 9-1K4153K 2.50 2 5.00 


126 30429 Capacitor, Fixed, .05 MFD, 400 V., 
+ 20%, HOPKINS No. POS4H 59 2 1.18 
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EQUIPMENT LIST Y 


Effective: 


Supersedes: March 1, 1957 


Revision: 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Capacitor, Fixed, 1000 MMFD, 
100 V., + 10%, W/Slv., HOPKINS 
No. 9-1K1102K 


Capacitor, Electrolytic, 
50 MFD, 50 V., CORNELL-DUBILIER 
No. BR505 


Capacitor, Fixed, 220,000 MMFD, 
400 V., + 10%, W/Slv., HOPKINS 
No. 9-1K4224K 


Capacitor, Fixed, 100,000 MMFD, 
100 V., + 10%, W/Slv., HOPKINS No. 
9-1KT1104K 


Capacitor, Fixed, 1800 MMFD, 400 V., 
+ 10%, W/Slv., HOPKINS No. 


9-1K4182K 


Capacitor, Fixed, 1000 MMFD, 
200 V., + 10%, W/Slv., HOPKINS 
No. 9-1K2102K 


Capacitor, Fixed, 39,000 MMFD, 
300 V., + 10%, W/Slv., HOPKINS 
No. 9-1K3393K 


Capacitor, Fixed, 1.0 MFD, 400 V., 
+ 20%, HOPKINS No. 1P4H 


Capacitor, Fixed, 10,000 MMFD, 400 V., 
+ 10%, W/Slv., HOPKINS No. 9-1ET4103K 


Capacitor, Fixed, Paper, Dielectric, 
1.0 MFD, 600 V., + 10%, CP65BIEFLOSK 


Capacitor, Electrolytic, 10 MFD, 
25 V., CORNELL-DUBILIER No. BBR1O-25 


ESTIMATED 
UNET_COST 


42 


“Te 


61 


91 


1.00 


3-30 


»50 


October 7, 1957 


B 


NO. OF ESTIMATED 


UNITS AMOUNT 
2 $ 2.00 
2 By 
2 2.04 
2 ees 
2 2.00 
2 2.00 
2 1.62 
2 1.82 
2 2.00 
2 6.60 
2 1.00 
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Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
138 30516 Capacitor, Fixed, 1500 MFD, 400 V., . 

+ 10%, W/Slv., HOPKINS No. 9-1K4152K $ 2250 2 $ 5.00 
139 30526 Capacitor, Fixed, 1 MFD, 100 V., 

+ 10%, W/Slv., HOPKINS No. 9-1K1105K 1.00 2 2.00 
140 30530 Capacitor, Fixed, 33,000 MMFD, 300 V., 

+ 10%, W/Slv., HOPKINS No. 1KT3333K 1.00 2 2.00 
141 30489 Capacitor, Fixed, 250,000 MMFD, 

300 V., + 10%, W/Slv., HOPKINS No. 

9-1KT3254K 1.50 S 3.00 
lhe 30334 Capacitor, Fixed, 47,000 MMFD, 

400 V., + 10%, W/Slv., HOPKINS No. 

9-1K44-7 3K .67 2 1.34 
143 21071 Capacitor, Metalized Paper, .25 MFD, 

600 V., + 20%, HOPKINS No. P256H 1.00 2 2.00 
144, 30377 Capacitor, Fixed, 47,000 MMFD, 600 V., 

+ 10%, W/Slv., HOPKINS No. 9-1K6473K 2.70 2 5.40 
145 30486 Capacitor, Electrolytic, 200 MFD, 125 V., 

MALLORY No. NP1225 3.00 2 6.00 
146 30331 Capacitor, Fixed, 100,000 MMFD, 600 V., 

+ 10%, W/Slv., HOPKINS No. 9-1KT6104K 210 2 5.40 
147 30477 Capacitor, Fixed, 250,000 MMFD, 600 V., 

+ 10%, W/Slv., HOPKINS No. 9-1KT6254K 1.62 2 3.24 


148 30475 Capacitor, Fixed, Paper, Dielectric, 
2 MFD, 600 V., + 20% - 10%, No. 


TNAD6020 2.50 2 5.00 
149 30306 Capacitor, Fixed, 100,000 MMFD, 200 V., 
+ 10%, W/Slv., HOPKINS No. 9-1KT2104K 98 2 1.96 
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Approved For Release : CIA-RDP81B00878R000200010019-4 
Effective: October 7, 1957 


Supersedes: March 1, 1957 
Revision: B 
EQUIPMENT LIST Y 
DEPOT SPARES LIST FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 


ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 


Capacitor, Fixed, Ceramic, Dielectric, 


A7MMFD, 500 V., + 2%, CC25CH470G $ 25 2 $ -50 

Capacitor, Electrolytic, 10 MFD, 450 V., 

CORNELL-DUBLLIER No. BR1LO45 ~50 2 1.00 

Capacitor, Fixed, #700 MMFD, 400 V., 

+ 10%, W/Slv., HOPKINS No. 9-1kT4472K ght 2 1.88 

Capacitor, Fixed, .O1 MFD, 400 V., + 20% 

w/Slv., HOPKINS No. 9-POLMH 1.00 2 2.00 

Capacitor, Electrolytic, 8-8 MFD, 450 V., 

MALLORY No. SR 638 1.80 2 3.60 

Capacitor, Fixed, 15 MFD, 400 V., + 20% 

W/Slv., HOPKINS No. 9P54H 1.00 2 2.00 

Capacitor, Electrolytic, 25 MFD, 

50 V., CORNELL-DUBILIER No. BBR25-50 -70 2 1.40 

Capacitor, Electrolytic, 16 MFD, 

150 V., CORNELL-DUBILIER No. BR 1615 55 2 1.40 

Capacitor, Fixed, 1.0 MFD, 200 V., 

+ 20%, W/Slv., HOPKINS No. 9-1P2H 1.50 2 3.00 

Capacitor, Fixed, 33,000 MMFD, 400 V., 

+ 10%, W/Slv., HOPKINS No. 9-1KT4333K 2.50 2 5.00 

Capacitor, Fixed, 47,000 MMFD, 400 V., 

+ 10%, W Slv., HOPKINS No. 9-1KT4473K 2.50 2 5.00 

Capacitor, Fixed, 250,000 MMED, 400 V., 

+ 10%, W/Slv., HOPKINS No. 9-1KTH254K 2.50 2 5.00 

Motor, TECHNICAL DEVELOPMENT CORP. 

No. Do41-1 75.00 3 225.00 
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Approved For Release : CIA-RDP81B00878R000200010019-4 
Effective: October 7, 1957 


Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
163 10882 Motor, TECHNICAL DEVELOPMENT 

CORP. No. D641-2 $ 125.00 2 $ 250.00 
164 10926 Motor, TECHNICAL DEVELOPMENT 

CORP. No. D631-1 83.00 2 166.00 
165 68028 Circuit Breaker, 50 Amp., Curve 4, 

HEINAMANN No. XAM-33 22.90 2 45.80 
166 68039 Circuit Breaker, 10 Amp., Curve 5, 

HEINAMANN No. XAM-33 8.60 2 17.20 
167 60000 Switch, Toggle, CUTLER-HAMMER 

No. 8801K7 1.73 3 5.19 
168 61056 Knob, GENERAL RADIO No. KNB-2 “75 2 1.50 
169 65678 Meter, VU, SIMPSON No.142A 23.40 1 23.40 
170 11396 Counter, Decade, HEWLETT-PACKARD 

No. HPALCA (DC 9000) 35.00 2 35.00 
awa 10855 Counter, Decade, per R-W Dwg. 

No. 70000655 (DC 9300) 50.00 al 50.00 
172 10833 Counter, Decade, per R-W Dwg. 

No. 70000656 (DC 9200) 50.00 1 50.00 
173 10275 Counter, Six Count, per R-W 

Dwg. No. 70000419 (DC9100) 50.00 v 50.00 
174 70039 Chart Paper, ALFAX 3.00 26 78.00 
175 11035 Playback-Record Amplifier, per 

R-W Dwg. No. 70000789 670.00 2 1,340.00 
176 11006 Erase Oscillator. and Amplifier 

Assembly, per R-W Dwg. No. 70000792 421.00 1 4321.00 
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MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
177 10919 Transport Sequence Control 

per R-W Dwg. No. 70000642 $ 885.33 BE $ 885.33 
178 20614 Resistor, Fixed Wirewound, 


68K, 2 Watt, + 1%, HYCOR No. 

628A 68K, or CINEMA No. 

CE181E 68K, or DALE PRODUCTS 

INC. No. RS2 68K 3.71 1 3.71 


179 20617 Resistor, Fixed Wirewound, 
100 K, 2 Watt, + 1%, HYCOR 
No. 628A 100K, or CINEMA No. 
CE181E 100K, or DALE PRODUCTS 
INC. No. RS2 100K 3.71 a eae 


180 20611 Resistor, Fixed Wirewound, 
36 Ohm, 2 Watt, + 1%, HYCOR 
No. 628A 360HM, or CINEMA No. 
CEL81M 360HM, or DALE PRODUCTS 
INC. No. RSE2 360HM 2.37 1 S27 


181 20591 Resistor, Fixed Wirewound, 
150K, 2 Watt, + 1%, HYCOR, 
No. 628A150K or CINEMA No. 
CE181E 150K, or DALE PRODUCTS 


INC. No. RS2 150K 4.08 1 4.08 
182 50037 Transistor, 2N341 2h .25 6 145.50 
183 45045 Tube, 5965 e215 4 8.60 
184 50053 Diode, TRANSITRON, No. sv82h 7.50 2 15.00 
185 55011 Diode, HUGHES No. HD-6009 3.13 4 12.52 
186 11614 Stylus, Moving Arm, per 

R-W Dwg. No. 70000881 25 20 5.00 
187 11618 Stylus, per R-W Dwg. No. 
70001662 20 200 40.00 
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188 20609 Resistor, Fixed Wirewound, 


25 Ohm, 2 Watt, + 1%, HYCOR 

No. 628A 25 OHM, or CINEMA No. 

CEL81M 25 OHM, or DALE PRODUCTS 

INC. No. RS2 25 OHM 2.37 a: 2.37 


189 20612 Resistor, Fixed Wirewound, 
27K, 2 Watt, + 1%, HYCOR No. 
628A 27K, or CINEMA No. CE181E 
27K, or DALE PRODUCTS INC. No. 


RS2 27K 3.05 a 3.05 
190 58080 Transformer, Filament, TRIAD 
No. HSM 225 22.30 2 4h £60 
191 45137 Tube, 6350 1.95 4 7.80 
192 59006 Lamp, 25 Watt, 120 V., G. E. 
No. T64 55 10 5.50 
193 11528 Pen Motor, BRUSH ELECTRONICS 
BL-902, Modified 230.00 5 1,150.00 
194 11665 Equalizer Unit, 3 3/4" - 15", 
1/4" Tape, per R-W Dwg. No. 
70001256 60.00 4 240.00 
195 11624 Equalizer Unit, 21/4" - 9", 
1/4" Tape, per R-W Dwg. No. 
70001255 60.00 4 240.00 
196 11615 Transformer, Playback-Record, 


Amplifier Input, per R-W 
Dwg. No. 70001520, TRANSFORMER 


ENGINEERS No. 7942 45.00 6 270.00 
197 45033 Tube, 6CI6 1.48 4 5.92 
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DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Transformer, Erase-Amplifier. 


Output, per R W Dwg. No. 700006 


Reactor, Filter, TRIAD No. HS303 


Diode, 1N198 


Connector, Audio, CANNON 
No. XL3-13 


Transformer, J. W. MILLER 
CO. No. 4384 


Transformer, J. W. MILLER 
CO. No. 4384-2 


Transformer, J. W. MILLER 
CO. No. 4384-3 


Connector, CANNON No. XL- 
3-128C 


Connector, Coaxial, UG-1051/U 


Potentiometer, CENTRALAB, 
Radiohm No. JP-103-10K 


Filter, Band Pass, RYTRON 
No. BP-283 


Filter, Band Pass, RYTRON 
No. BP-276 


Filter, Low Pass, RYTRON 
No. LP-183-A 


ESTIMATED 
UNIT_cosT 


$ 851.00 


19.65 


2.10 


-93 


6.75 


6.75 


6.75 


2.01 
.88 


3.51 


70.00 


October 7, 1957 


B 


March 1, 1957 


NO. OF ESTIMATED 
UNITS AMOUNT 


4 $ 3,404. 
4 78. 
4 8. 
6 5 
6 Lo 
6 ho 
6 ho 
6 12 
6 5 
2 7 
2 140 
4 1,980. 
6 20. 
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Filter, Suppression, 
RYTRON No. BR-114 $ 125.00 2 $ 250.00 


Head, Playback, for 21/4" - 9" 
Ampex Tape Transport, per R-W 
Dwg. No. 70000459, LIPPS MFG. CO. 110.00 2 220.00 


Head Assy. for 15"-30" and 3 3/4" 2 
15" Tape Transport, AMPEX No. 5933- 


MA1298 403-3 450.00 4 1,800.00 

Circuit Breaker, 15 Amp., Curve 5, 

HEINAMANN No. XAM-33 8.60 3 25.80 
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